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To  Whom  It  May  Concern: 
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Legislation  was  passed  in  January  1988  which  amended  the  existing  Lead  Law.  This 
new  legislation,  Chapter  773  of  the  Acts  of  1987,  instructs  the  Childhood  Lead  Poisoning 
Prevention  Program  (CLPPP)  to  prepare  a  notification  package  that  sellers  or  real  estate 
brokers  are  legally  required  to  distribute  to  prospective  purchasers  to  inform  them  about 
lead  poisoning  and  requirements  of  the  Lead  Law  and  regulations.  Failure  to  meet  the 
notification  requirement  can  result  in  a  civil  penalty  of  up  to  $1,000  and  liability  for 
damages  resulting  from  failure  to  notify. 

Beginning  July  1,  1988,  the  attached  notification  package  is  to  be  provided  prior  to 
the  signing  of  a  purchase  and  sale  agreement  to  prospective  purchasers  of  residential 
premises  constructed  prior  to  1978.  Purchase  and  sale  agreements  signed  prior  to  July 
1,  1988  are  not  affected  by  these  new  requirements.  Transactions  in  which  sellers  have 
accepted  written  offers  prior  to  July  1,  1988  but  will  not  sign  a  purchase  and  sale  agreement 
prior  to  July  1,  1988  are  subject  to  the  notice  requirement  of  the  Lead  Law.  In  addition 
to  the  notification  package  prepared  by  CLPPP,  any  information  known  to  the  seller  or 
real  estate  broker  regarding  the  presence  of  dangerous  levels  of  lead  in  paint,  soil  or  other 
materials  and  any  letter  of  compliance  are  to  be  provided  to  the  prospective  purchaser. 

The  legislation  requires  that  a  real  estate  agent  who  has  provided  a  prospective 
purchaser  with  the  notification  package  also  verbally  inform  the  prospective  purchaser 
about  the  possible  presence  of  lead  hazards  and  provisions  of  the  Lead  Law  and  regulations. 
The  notification  package  includes  a  check  list  which  certifies  that  the  prospective  purchaser 
has  been  notified  by  the  real  estate  agent.  This  should  be  completed  and  signed  by  the 
purchaser  prior  to  signing  of  the  purchase  and  sale  agreement  and  retained  in  the  real 
estate  agent's  files.  After  receiving  notice,  the  prospective  purchaser  has  at  least  10 
days,  or  longer  if  agreed  to  by  seller  and  purchaser,  to  have  a  lead  paint  inspection  done. 
There  is  no  requirement  for  a  lead  inspection  prior  to  sale. 

To  promote  access  to  inspectional  services,  the  CLPPP  has  prepared  a  geographical 
listing  of  private  lead  paint  inspectors  which  accompanies  the  notification  package.  Pri- 
vate lead  paint  inspectors  are  not  licensed  and  will  not  be  until  later  this  calendar  year 
or  the  beginning  of  1989  when  the  training  and  licensure  programs  have  been  developed 
and  are  operational.  During  this  interim  period,  inspectors  will  have  to  meet  certain  con- 
ditions under  regulations  to  be  promulgated  this  summer.  These  conditions  should  help 
ensure  that  accurate  and  comprehensive  inspectional  services  are  provided.  Compliance 


letters  issued  by  unlicensed  inspectors  will  be  valid  during  this  period  as  long  as  the 
conditions  have  been  met. 


The  grant/loan  and  tax  credit  programs  authorized  under  Chapter  773  will  not  be 
available  to  assist  in  paying  for  deleading  until  sometime  in  1989  when  the  programs  have 
been  established  and  licensed  inspectors  and  deleaders  are  available  to  provide  services. 
In  the  interim,  it  is  suggested  that  property  owners  investigate  with  local  agencies  such 
as  community  development  programs  whether  other  funds  may  be  available. 

A  copy  of  the  Lead  Law  (M.C.L.  c.  111,  ss.  190  -  199  and  M.G.L.  c.  773)  and  Regulations 
for  the  Prevention  and  Control  of  Lead  Poisoning,  105  CMR  460.000,  can  be  obtained 
through  the  State  House  Book  Store,  State  House,  Boston,  MA.    02133,  telephone  (617) 


If  you  have  questions  regarding  the  notification  package  and  requirements,  please 
refer  them  to  the  Massachusetts  Association  of  Realtors,  (617)  890-3700. 


727-2834. 


Sincerely, 


Brad  Prenney 
Director 
CLPPP 
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DEPARTMENT  OF  PUBLIC  HEALTH  PROPERTY  TRANSFER  NOTIFICATION 


What  is  lead  poisoning? 

Lead  poisoning  is  a  disease  caused  by  ingestion  or  inhalation  of  lead.  In  children,  too 
much  lead  in  the  body  can  cause  serious  damage  to  the  brain,  kidneys,  nervous  system 
and  red  blood  cells.  High  levels  can  cause  retardation,  convulsions,  coma  and  sometimes 
death.  Low  levels  can  slow  a  child's  normal  development  and  cause  learning  and  behavioral 
problems. 

What  are  the  symptoms  of  lead  poisoning? 

Most  children  who  are  lead  poisoned  have  no  symptoms  of  the  disease.  If  a  child  has 
symptoms  they  are  usually  not  specific.  For  example,  the  child  may  be  irritable,  have 
a  poor  appetite  and  complain  of  a  headache  or  stomach  ache. 

How  is  lead  poisoning  detected? 

The  only  sure  way  to  detect  lead  poisoning  is  by  analyzing  a  small  sample  of  blood. 
A  lead  screening  test  is  a  simple  procedure  performed  by  taking  a  few  drops  of  blood  from 
a  child's  finger.  If  you  suspect  your  child  has  been  exposed  to  lead  or  do  not  know  if  your 
child  (under  age  six)  has  been  periodically  screened  for  lead  poisoning,  contact  your 
pediatrician  or  health  care  provider. 

What  is  the  treatment  for  lead  poisoning? 

A  lead  poisoned  child  needs  both  medical  and  environmental  follow-up.  The  lead  hazards 
must  be  identified  and  removed  fr6m  the  child's  environment.  The  environmental  follow-up 
will  include  an  inspection  of  the  child's  home.  The  medical  treatment  is  determined  based 
on  the  child's  blood  lead  level  and  his  response  to  the  removal  of  the  lead  source.  Parents 
will  be  counseled  on  lead  exposure  and  the  need  to  monitor  the  child's  progress  through 
frequent  blood  tests.  If  necessary,  a  child  may  receive  chelation  therapy  to  help  rid  his 
body  of  the  excess  lead.  With  this  treatment,  medicines  are  given  daily  for  up  to  5  days, 
usually  by  injection  or  intravenously.  Sometime  this  must  be  done  more  than  once.  In 
some  cases  the  doctor  may  prescribe  an  oral  chelating  agent  which  is  taken  over  a  longer 
period  of  time.  A  child  who  has  been  lead  poisoned  will  need  frequent  blood  tests  for 
a  year  or  more  and  should  be  evaluated  for  learning  problems  before  starting  school. 

What  has  research  revealed  about  lead  poisoning  over  the  last  twenty  years? 

Ongoing  research  on  lead  poisoning  has  continually  demonstrated  that  lead  has  serious 
consequences  at  lower  and  lower  blood  lead  levels. 
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Are  only  children  at  risk  of  lead  poisoning? 

No.  They  are  typically  more  readily  and  seriously  poisoned  than  adults,  but  lead  is 
toxic  to  everyone.  Women  of  child-bearing  years,  and  pregnant  women  in  particular,  should 
be  informed  about  the  hazards  of  lead.  While  most  lead  poisoning  in  adults  is  caused  by 
occupational  exposure,  hobbies,  such  as  making  stained  glass  can  result  in  exposure.  Most 
importantly,  no  one  should  remove  old  paint  casually.  Do-it-yourself  home  rehab  or  fix-up 
projects  should  never  be  undertaken  without  knowing  for  sure  if  lead  paint,  varnish,  stain, 
putty  or  plaster  may  be  involved.  Any  time  paint  is  scraped  or  sanded,  lead  may  be  a 
hazard. 

What  are  the  dangers  of  lead  paint  in  homes  and  when  was  it  used? 

Lead  paint  in  housing  is  responsible  for  the  overwhelming  majority  of  cases  of  childhood 
lead  poisoning.  It  can  be  ingested  directly,  but  is  more  frequently  ingested  in  dust  form 
as  a  part  of  household  dust.  Lead  is  extremely  toxic  so  only  very  small  amounts  can  poison 
a  child.  Household  paint  with  toxic,  now  illegal,  quantities  of  lead  has  been  in  use  in 
Massachusetts  from  the  1690s  until  1978,  when  the  Federal  Consumer  Product  Safety 
Commission  limited  the  lead  content  of  household  paint  to  .06%,  although  from  the  1950s 
onward  the  amount  of  lead  in  house  paint  was  gradually  reduced.  Lead  paint  under  layers 
of  unleaded  paint  can  still  pose  a  health  threat  to  children. 

The  older  the  house,  the  more  likely  it  is  to  contain  lead  paint.  The  older  the  paint, 
the  higher  the  lead  content  is  likely  to  be.  Old  paint  can  have  a  lead  content  in  excess 
of  30%.  Paint  on  household  surfaces  with  more  than  .5%  lead  content  is  illegal  in  Mass- 
achusetts if  a  child  under  six,  or  an  individual  who  is  developmental ly  delayed  and  has 
an  elevated  blood  lead  level  resides  in  the  home.  Older  glazes,  varnishes  and  stains  can 
also  have  toxic,  illegal  lead  contents. 

What  is  the  property  transfer  requirement  of  the  Lead  Law? 

Any  time  ownership  of  a  residential  property  is  transferred  in  Massachusetts,  through 
sale  or  otherwise,  the  new  owner  (purchaser,  heir,  etc.)  must  bring  the  property  into 
compliance  with  the  Lead  Law  if  a  child  under  six  will  reside  there.  This  means  that  any 
surface  with  a  coating  containing  dangerous  levels  of  lead  in  violation  of  the  Lead  Law 
must  be  properly  covered  or  the  lead  paint,  glaze,  varnish  or  stain  must  be  removed,  or 
the  fixture  or  architectural  element  replaced.  To  make  sure  that  prospective  purchasers 
are  aware  of  the  health  consequences  of  lead  poisoning,  and  the  nature  of  residential  lead 
hazards,  the  Law  requires  that  you  receive  this  notification  package,  that  sellers  and 
real  estate  agents  disclose  any  information  about  lead  hazards  in  residential  property, 
that  you  are  verbally  informed  of  who  is  required  to  bring  their  property  into  compliance 
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with  the  Lead  Law,  and  that  you  have  an  opportunity  to  have  a  lead  inspection  if  you  want 
one.  Sellers  are  required  to  disclose  any  information  about  actual  or  potential  lead  hazards 
in  residential  property  whether  or  not  a  real  estate  agent  is  involved  in  the  sale. 

Is  there  a  requirement  on  anyone  to  have  a  lead  inspection  prior  to  selling  or  purchasing 
a  home? 

No.  However,  purchasers  of  housing  are  required  to  abate  lead  hazards  in  a  property 
if  a  child  under  six  will  reside  there  following  its  sale.  If  a  residential  structure  was  built 
prior  to  1978,  the  only  way  to  be  certain  whether  or  not  it  contains  lead  paint  and  if  so, 
which  surfaces  must  be  abated,  is  to  have  a  complete  lead  inspection.  Families  with 
young  children,  couples  planning  to  have  a  child  or  purchasers  who  intend  to  rent  the 
property  may  want  to  know  where  lead  paint  is  present  and  how  much  it  will  cost  to  bring 
the  property  into  compliance  with  the  Lead  Law  before  purchasing  it.  Professional 
deleaders  can  give  estimates  on  the  cost  of  deleading  a  property.  Some  sellers  may  be 
willing  to  consider  deleading  costs  a  negotiable  factor  in  setting  a  sale  price,  but  are  not 
required  to  do  so. 

If  you  are  considering  purchasing  a  rental  property  and  a  child  under  six  resides  in 
a  unit,  are  there  compelling  reasons  to  have  at  least  that  unit  and  common  areas  inspected 
for  lead? 

Yes.  If  there  are  children  under  six  living  in  a  rental  unit  and  the  unit  does  not  have 
a  compliance  letter,  prospective  purchasers  should  have  a  lead  inspection  and  if  found 
in  violation,  have  the  unit  deleaded  before  closing  the  sales  transaction.  No  person  may 
occupy  a  dwelling  unit  during  the  deleading  process  in  order  to  preclude  the  possibility 
of  poisoning  residents  during  the  deleading  process.  Otherwise,  the  new  owner  will  be 
liable  should  a  child  under  age  six  be  poisoned  in  the  residence.  It  is  unlawful  to  refuse 
to  renew  a  lease  or  evict  a  tenant  because  of  lead  paint. 

Are  there  any  exemptions  for  certain  kinds  of  residential  property?  Does  the  Lead  Law 
apply  to  condominiums? 

There  are  no  exemptions  to  the  Lead  Law.  It  applies  to  single-family,  owner-occupied 
homes,  to  condominiums,  to  rental  property  of  every  type  where  children  under  six  reside. 

What  surfaces  must  be  deleaded? 

Any  residence  where  children  under  six  years  of  age  live  is  in  violation  of  the  Lead 
Law  if  it  has  peeling,  chipping,  flaking  lead  paint  anywhere  or  intact  lead  paint,  varnish 
or  stain  on  the  movable  interior  and  exterior  parts  of  windows  with  sills  five  feet  or  less 
from  the  floor  or  ground,  and  those  surfaces  which  come  in  contact  with  movable  parts. 
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Also,  all  intact  lead  paint,  glaze,  varnish  or  stain  on  chewable  accessible  surfaces  must 
be  abated  to  a  height  of  five  feet  and  within  a  distance  of  four  inches  from  each  exposed 
edge.  "Chewable,  accessible,  surfaces"  generally  mean  woodwork,  such  as  doors  and  door 
jambs,  stairs  and  stair  rails,  etc.  Only  such  surfaces  that  protrude  1/2  inch  or  more  from 
the  flat  wall  surface,  like  some  clapboards,  or  are  free-standing  like  a  stair  spindle,  or 
form  a  corner,  need  to  be  abated.  Flat  wall  surfaces  do  not  have  to  be  deleaded  if  the 
paint  is  intact,  unless  there  are  exposed  corners,  such  as  in  an  archway. 

Older  plaster  may  contain  lead,  and  must  be  repaired  if  it  is  crumbling,  broken,  has 
holes  in  it  or  is  similarly  exposed. 

Aren't  these  new  abatement  standards? 

Yes.  These  standards  went  into  effect  April  14,  1988.  Previously,  intact  lead  paint 
had  to  be  abated  to  a  height  of  four  feet  and  within  a  distance  of  four  inches  from  each 
exposed  edge  of  chewable,  accessible  surfaces.  Now  the  Law  requires  removal  to  a  height 
of  five  feet  and  within  a  distance  of  four  inches  from  each  exposed  edge,  and  has  the 
additional  window  requirement. 

Property  in  compliance  before  April  14th  usually  does  not  have  to  meet  these  new 
standards.  Property  owners  had  until  July  1,  1988  to  get  a  compliance  letter  for  work 
completed  prior  to  April  14,  1988.  Only  if  previously  intact  paint  becomes  peeling  paint, 
or  a  child  is  lead  poisoned  in  the  residence,  or  the  residence  is  renovated  or  rehabilitated 
in  a  manner  that  disturbs  leaded  paint,  plaster  or  other  material,  do  the  the  new  standards 
have  to  be  met  in  a  unit  deleaded  under  the  previous  standards. 

Windows  are  very  often  a  major  source  of  lead  dust,  chips  and  flakes  because  of  their 
exposure  to  moisture  and  the  friction  of  normal  use.  Parents  should  pay  special  attention 
to  lead-painted  windows  abated  under  the  previous  standard  to  be  sure  that  lead  dust  or 
chips  falling  on  window  sills  is  not  a  source  of  exposure  for  children.  Tri-sodium  phosphate, 
available  at  paint  supply  and  hardware  stores,  is  the  most  effective  cleaning  agent  for 
the  difficult  task  of  removing  lead  dust. 

What  is  a  compliance  letter? 

A  compliance  letter  is  a  written  statement  from  the  Department  of  Public  Health's 
Childhood  Lead  Poisoning  Prevention  Program,  board  of  health,  local  lead  poisoning  pre- 
vention program  or  a  private  lead  inspector  attesting  that  on  the  date  indicated  in  the 
compliance  letter,  a  dwelling  unit  had  no  lead  paint  violations  and  was  in  compliance  with 
the  Massachusetts  Lead  Law.  Massachusetts  law  does  not  require  the  removal  of  all  lead 
paint  from  a  dwelling.    If  lead  paint  which  was  intact  on  the  date  the  compliance  letter 
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was  written,  begins  to  peel,  chip  or  flake,  the  dwelling  unit  is  no  longer  in  compliance 
with  the  Lead  Law.  Similarly,  if  coverings  such  as  panelling  are  removed  and  lead  paint 
is  once  again  accessible  to  a  child,  the  property  is  no  longer  in  compliance.  Thus  it  is 
very  important  for  dwellings  in  compliance  with  the  Lead  Law  to  be  properly  and 
consistently  maintained  to  protect  children  from  lead  exposure. 

If  a  property  in  compliance  with  the  Lead  Law  (or  any  other  lead-painted  property) 
is  rehabilitated,  extensive  safety  precautions  should  be  followed  to  prevent  lead  poisoning. 
Whole  families  can  be  and  have  been  poisoned  during  do-it-yourself  home  rehab  projects. 

What  liability  Is  incurred  for  failure  to  abate  residential  lead  hazards? 

The  principal  liability  incurred  by  failure  to  abate  residential  lead  hazards  is  that 
children  living  in  the  residence  are  at  risk  of  lead  poisoning.  Even  if  a  child's  blood  lead 
level  does  not  reach  the  threshold  set  by  the  Centers  for  Disease  Control  defining  lead 
poisoning,  there  is  no  "safe"  blood  lead  level.  Developmental  delays,  cognitive  deficits 
and  emotional  and  behavioral  disturbance  resulting  from  lead  poisoning  can  have  life-long 
consequences. 

Failure  to  abate  residential  lead  violations  is  designated  an  emergency  matter  and 
carries  criminal  penalties.  The  owner  of  any  residential  premises  is  strictly  liable  for 
all  damages  caused  by  failure  to  abate  lead  hazards.  An  owner  who  is  notified  of  a 
dangerous  level  of  lead  in  paint,  plaster,  soil  or  other  material  present  upon  his  premises 
pursuant  to  section  194  of  M.G.L.  Chapter  111  (the  Lead  Law)  and  does  not  satisfactorily 
remove  or  correct  the  dangerous  conditions,  shall  in  addition  be  subject  to  punitive  damages, 
which  shall  be  treble  the  actual  damages  found.  These  provisions  are  not  exclusive  and 
supplement  any  existing  statutory  or  common  law  cause  of  action. 

Enforcing  agencies  and  district  and  superior  courts  are  charged  to  give  preference 
and  speedy  hearings  to  Lead  Law  violations.  Penalties  of  up  to  $500.00  per  day  for  each 
day  of  noncompliance  can  be  levied. 

Can  I  avoid  having  to  delead  by  not  renting  a  house  or  apartment  to  a  family  with  children 
under  six? 

No.  Refusing  to  rent  or  sublet  to  families  with  children  is  in  violation  of  M.G.L.  section 
11  of  Chapter  151B,  except  in  specific,  limited  circumstances.  Refusing  to  renew  the 
lease  or  evicting  families  with  children  because  of  lead  paint  is  in  violation  of  M.G.L., 
section  2  of  Chapter  186.  It  is  also  unlawful  for  a  landlord  to  coerce  a  tenant  to  pay  for 
deleading  or  to  charge  a  higher  rent  to  families  with  children. 

In  addition,  it  is  also  unlawful  for  lending  institutions  to  deny  financing  because  a 
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residential  premises  contains  lead  paint  or  because  financing  would  trigger  duties  under 
the  Lead  Law.  This  does  not  restrict  the  right  of  any  bank,  lending  institution  or  mortgagee 
to  process  or  deny  a  mortgage  application  in  accordance  with  accepted  underwriting 
practices  or  criteria. 

When  the  Massachusetts  Commission  Against  Discrimination  or  a  court  makes  a  final 
determination  that  discrimination  has  occurred  because  of  the  presence  of  lead  paint, 
the  property  in  question  must  be  abated  in  compliance  with  the  Lead  Law  whether  or 
not  a  child  under  six  resides  in  the  property. 

Is  there  an  ideal  time  to  delead? 

Yes.  The  ideal  time  to  delead  is  when  a  property  or  unit  is  vacant.  This  ensures  that 
residents  will  not  be  exposed  to  lead  during  deleading  and  that  household  furnishings  will 
not  be  contaminated  with  lead  particles.  Since  deleading  is  by  its  nature  a  hazardous 
process,  requires  considerable  skill  to  prevent  contamination  of  the  residential  environment, 
and  special  respiratory  protection,  we  recommend  contracting  with  an  experienced  deleader 
who  is  willing  to  provide  references.  The  Childhood  Lead  Poisoning  Prevention  Program 
is  prohibited  from  endorsing  any  individual  firm. 

Is  there  information  available  on  how  a  lead  inspection  should  be  conducted  and  how  a 
deleading  should  be  performed? 

Yes.  All  lead  inspections  and  deleading  must  be  performed  in  compliance  with  M.G.L. 
Chapter  111,  sections  194,  197,  197A,  105  CMR  460.000  Regulations  for  Lead  Poisoning 
Prevention  and  Control  and  454  CMR  22.00  Regulations  to  Protect  Deleaders,  Lead  Paint 
Inspectors  and  Workers  in  Removing,  Covering  or  Disturbing  Material  Containing  Dangerous 
Levels  of  Lead.  This  regulatory  information  is  available  at  the  State  House  Book  Store, 
State  House,  Boston,  MA.  02132,  Telephone:  (617)  727-2834. 

How  do  I  get  a  lead  inspection? 

Included  as  part  of  this  notification  package  is  a  listing  of  private  lead  inspection  firms 
organized  alphabetically  and  by  the  firm's  service  area  (eastern  or  western  Massachusetts, 
or  both).  If  you  decide  to  have  a  lead  inspection,  the  Lead  Law  guarantees  at  least  ten 
days,  or  longer  if  the  seller  agrees,  either  through  a  lead  inspection  contingency  clause 
in  the  purchase  and  sale  agreement  or  otherwise.  You  should  make  the  arrangements 
for  the  inspection  as  quickly  as  possible  after  deciding  you  want  one.  If  you  have  an 
inspection,  you  are  required  to  provide  the  seller  with  a  copy  of  the  inspection  report, 
so  that  the  seller  can  provide  other  prospective  purchasers  with  the  report  should  you 
decide  for  any  reason  not  to  purchase  the  property. 
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Should  I  have  the  soil  tested  for  lead? 

There  is  no  requirement  to  have  a  soil  inspection.  Soil  can  be  contaminated  with  lead 
from  exterior  lead  paint,  the  demolition  of  structures  previously  on  the  site,  or,  near  major 
roads  or  highways,  by  automobile  emissions.  If  you  are  planning  to  plant  a  vegetable  garden 

near  an  exterior  wall  or  fence  that  has  or  is  likely  to  have  had  lead  paint  on  it,  it  is  a 
good  idea  to  have  the  soil  tested.  Also,  if  there  is  bare  soil  near  the  house  where  children 
are  likely  to  play,  it  is  also  a  good  idea  to  test  the  soil  for  lead.  Contact  your  local  office 
of  the  University  of  Massachusetts  Cooperative  Extension  for  information  on  soil  testing. 

What  happens  next? 

That's  up  to  you.  At  this  point,  you  should  be  well  informed  about  lead  poisoning  and 
residential  lead  hazards.  The  real  estate  agent  and  seller  should  have  disclosed  any 
information  known  to  them  about  the  actual  or  potential  lead  hazards  in  the  property 
you  are  interested  in  and  you  should  be  in  a  position  to  decide  if  you  want  a  lead  inspection. 
Your  real  estate  agent  will  ask  you  to  sign  a  form  indicating  that  you  have  received  this 
package  and  have  been  informed  about  lead  hazards  in  the  property  you  are  interested 
in  purchasing  prior  to  signing  the  purchase  and  sale  agreement. 

In  the  past,  the  Department  of  Public  Health's  lead  poisoning  resources  have  necessarily 
been  devoted  to  providing  required  services  to  the  many  thousands  of  Massachusetts  child- 
ren who  have  been  poisoned  and  to  required  enforcement  actions.  All  of  us  at  the 
Department  are  hopeful  that  we  have  begun  a  new  era  in  Massachusetts  -  one  in  which 
residential  lead  hazards  are  removed  before  children  are  poisoned. 


Property  transfer  notification  certification  to  be  signed  by  the  prospective  purchaser 
prior  to  signing  a  purchase  and  sale  agreement  for  residential  property  constructed  prior 
to  1978. 

— .  The  Massachusetts  Department  of  Public  Health's  notification  was  provided  to 
prospective  purchaser.  The  prospective  purchaser  has  read  the  notification  or 
has  had  it  read  to  him/her. 


The  real  estate  agent  has  represented  to  the  prospective  purchaser  that  he/she 
has  provided  the  prospective  purchaser  with  verbal  information  on  the  possible 
presence  of  dangerous  levels  of  lead  in  paint,  plaster,  soil  or  other  materials 
and  the  provisions  of  the  Lead  Law  and  Regulations. 

The  prospective  purchaser  was  verbally  informed  about  the  availability  of  inspec- 
tions for  dangerous  levels  of  lead. 

,  have  been  so  informed  and  notified. 

Prospective  Purchaser's  Signature 


Date 


Address  of  Residential  Property 


Real  Estate  Agent's  Signature 


Date 


Michael  S.  Dukaxis 
Governor 

Philip  W.  Johnston 
Secretary 

Deborah  Prothrow-Stith,  M.D. 
Commissioner 


^At/ctAaac£ <S£eac£  &ot&orufic^  ^MeMesitiosv  &#CLCjwcuris 
305  9ou//v  SPfreel,  JasncUca,  &/cUn,  02 130 


This  is  a  list  of  private  lead  paint  inspection  companies  who  have  registered  with  the  Childhood  Lead 
Poisoning  Prevention  Program  (CLPPP)  and,  as  of  June,  1988,  have  received  basic  instruction  by  the 
CLPPP  in  conducting  lead  paint  inspection.  This  list  will  be  periodically  updated.  The  list  is  ordered 
alphabetically  by  company  name  and  covers  either  the  413  or  617  area  codes.  Although  lead  inspectors 
will  be  required  to  be  licensed  by  July  1,  1990,  training  and  licensure  programs  have  not  yet  been 
implemented.  Therefore,  if  you  decide  to  obtain  a  lead  paint  inspection  we  recommend  that  you 
check  references,  receive  a  written  report  that  details  the  results  of  the  inspection,  and  insist  on 
a  written  contract  that  states  that  the  inspection  was  conducted  according  to  Lead  Poisoning 
Regulations  CMR  460.000.  The  CLPPP  cannot  provide  property  transfer  inspections. 

617  AREA 


t.  b  -  h  err:  e   i  n  s  p  e  c  1 3  o  n  s 

p.o.   box   1 87 
b  r  a  d  t  o  r  d ,  ma     0133  0 


1 535  middle sex  st 
1  owe! 1 ,  ma  01 351 
(617)  755-2030 

abe r i  z k  con str uc t  i on 

man a 9 em en t 
4  -Fairmont  st 
1 awr e  n ce  ,  m a     0 1341 

%        A  *    z'        '_•  V  <•  «- 

absolute  testing 

19  marlboro  st 

n  e  w  b  u  r  y  p  o  r  t  ,  m  a     01  c'  5  Ci 

(617)  465-1334 

accur ate  en  v  i r onmen t  a 1 
testing  i  n c 
p   o  box  3345 
d  1  y  m  o  u  t  h  ,  m  a     0  2  3  6 1 
(300)  432-5323 

all  state   de  leading,  in« 
61   hough  ton 
wor ce s ten,  ma     01 60 4 
(617)  737-4754 

a Ivan  be r man 

12  boy den  ave 

be  v  e  r 1 y .   ma     0 1 91 5 

<:'    1  "7  j    9  2  2  —  24  3  2 


an dr ews  i n sp e  c 1 1  on  assoc . 

3 1  w  a  1  t  h  am  r  c 

w a y 1  a n d ,   ma     017 .  6 

(.61  /  )    ^58 — 

a  r  e  a  h  om  e   i  n  sp  e  c  t  i  o  n   i  n  c 
341    little  tor.  rd 
harvard,  m a     0 1451 
(617)  263-7251 

as t r a  h ome   i  nsp e c t  i on s 

P . o . box  225 
-fitchburo,  ma  01420 
(617)  345-5100 

amer i  can  bu i 1 d i  n g 

consultants,  inc. 
24  hall  ave 
w a t  e  r t ow n «  ma  02172 

amer i can  building  consult 

-an  t  s  ot  by-f  i  e  1  d 
19  school  st 
by-field,  ma  01322 
(617)  462-2362 

amer i  can  e n v  i  r  onmen  t a 1 

assesmen t  s ,  ltd. 
7  valley  rd 
nan an t ,  ma     0 1 303 
(617)  593-1177 

anderson  inc 

249  middle sex  box  336 

wi lmingt on ,  ma     0 1 337 

(617)  6fi7-F.-fl.4f=! 


atlas  h ome   i  n sp e c t  i on s 

p . o .    box  50  65 
bill  erica,  ma  01321 
(617)  337-9791 

b  &  b  de leading 
•36  brattle  st 
athol .   ma     01 331 
(617)  249-3090 

be,: nes  contracting 

sp e r r y  rd 
b land-ford,"  ma     0  1  0  0  3 
(413)  843-2251 

bar r y  real ty 

40   cherry  .1  n 

s.  weymouth,  ma  02130 

(617) W 237-61 1 0 

begin  brothers  co . 
15  brook dale  ave 
dedham,  ma  02026 
(617)  229-1532 


begin  enterprises, 
322  j e t -f e r son  ave 
sal  em,  ma  01370 
(617)    741-40  63 

be  lc astro  painting 
57  nutting  rd 
u»e  st  -for  d ,  ma     0 1  336 
(617)  692-4333 


nc 


-•e  1  castro  painting  & 

restoration 
1453  main  st 
leominster ,   ma  01453 
:617)  345-3967 

dos t on   lead  paint   i  nsp •  & 

removal  co. 
46  lonsdale 
Worcester,   ma  02125 
(617)  265-4505 

c  21  boardwalk 
22  burning  bush  dr 
box -ford,   ma  01921 
(617)  462-9351 

cai  n  edwar-d  r 
325  Johnson  st 
north  andover,  ma  01345 
(617)  639-3166 

cap e  &  island  de 1 eader s 

p  o  box  243 
a"  yarmouth,   ma  02673 
C617)  773-5939 

cape  tc  islands  h  ome 
inspection  service 
p .    o .    box  664 
ui .    h y an  n  i  sd  or  t  ,   ma     0  2672 
(617)  771-1245 

carlson  inspection 

associ  &tes 
51   r  dudley  st 
ar 1 i  n  g  t  on ,  ma     0 2 1 74 
( 617) "641-0600 

century  21  boardwalk 
314  Charles  st 
reading,   ma  01367 
(617)  944-2755 

certi-fied  eng.&  testing 
25  mathewson  dr 
weymouth,  ma  0213? 
(617)  337-7337 

cl  yde  -fuller  co 

322  j  e-f-f  er  son  av s 

sal  em,   ma  01970 

(617)    741-40  63 

comm. lead  prevention 
15  pondov er  rd 
b  i 1 1 e  r  i  c a ,  ma  01321 
(617)    662-6 1  S3 


construction  services 

associ  ates 
30  Jensen  rd 
water  town,   ma     0  2172 
(617)  926-1319 

cor n el]    h ome   i n sp ecti on 

serv i ce  in: 
250  0  main   st   unit  20° 
t ewk  sour y ,  ma     C 1 376 
(617)  653-3071 

aav  i  d  &  son 
16  sut-folk  st 
Chelsea,   ma  02150 


dav  i  d  r   t  ogn  acci 
53  harvard  st 
marlboro,   ma  01752 
(617)    435-20  67 

dayco  inspections  inc 

p.o. box  255 
buzzards  ben,  ma     0  2532 
(300)  451-5255 

e  n  v  i  r  -  s  a  n  ,  i  n  c 
22  river  s  t 
brain  tree,  ma  02134 

enviro.  science 

consul t  a  n  t  s 
66  cedar  st 
newington,    ct  06111 
(203) " 666-71 67 

environmental  quality 

consul  tan  ts 
19  court 

Arlington,  ma  02174 
(617) "643-4515 

t  .  x  .   hughes  6  associates 
20 0  nil sson 
br  ock  t  on ,  ma     0 240 3 
(617)  533-3423 

Torbes  construction 
56  je-f-ferson  ave. 
sal  em,  ma  01970 
(617)  741-3901 

g&g  painting  contractors 
7  kennedy  dr. 
beverly,  ma  01915 


gar  red  real    estate  ir.r 
commonweal th   testing  co    34  m*in  St 


p.o. box  7 
brock  ton,   ma     0240  2 
(617)  324-6344 


north  andover.  ma  01845 
(513)  633-5357 

gerry  shah dan  co 
6  main   r  d 

ti vert  on,    ri  02378 


gran bo  industries 
3  chestnut  st 
k  i  n os  t  on ,  ma     0  2364 
(61.7)   535-560  3 

gr e  gor y  0 .    1 ema y 
p.o. bo  p . o . box  225 
t itch burg,  ma  01420 
(617)  345-5100 

h  &  1  development 

p  o  box  327 
wen ham,  ma  01984 
(617)  468-7863 

holmes  development 
369  broadway 
ever e  1 1 ,  ma  0214? 
(617)  339-7642 

home   inspection  assoc. 
1 0  5  haver h ill  st 
methuer. ,  ma  01344 
(617)  639-8424 

home   tech  consultants  in 

p.o. box  741 
rock port,  ma  01966 
(617)  546-9323 

home   tech  consultants  in 

p.o. box  741 
r  ock  port,  ma.     01  966 
(617)  546-9323 

hub  testing  laboratories 
95  beaver  s  t 
wal tham .   ma     021 54 
(617)  393-8330 

inspect   the  u  s  a 

corpor at i  on 
92  winter 

haverhill,  ma  01330 
(617)  521-1100 

j   a  griecci   real  estate 
2512  mass 

cambridoe,  ma     0  2140 
(617)  491-8318 

j . h . r . con  tract  i  ng 
20   cargi 1 1  ave 
Worcester,   ma  01610 
(617)  797-5852 

j  .  m  .  -f  rohn   cor  p 
35  bowdoi  n  dr 
mi  1  -ford  ,   ma     01  757 
(617)  478-43 


j  . r ,  v  ,  i  ndustr 1 1» » > ri  - 
6<3-c>.   tremont   st  K217 
boston,   mt  02113 


k/c  h ome   i  n sp e  c  t  i on 

services,  inc. 
27  sycamore  ave 
brock  ton,  ma.  02401 
(617)  533-2250 

ka.se  laan  &  d'angelo 

associates  inc 
500  victory  rd  suite  270 
no  qui n eg,  ma  02171 
(617)  472-1330 

lead  busters 
332  western  ave 
lynn,  ma  01902 
(617)  592-5323 

lead  inspections 
12  maple  ave 
somerville,  ma  02145 
(617)  623-2315 

lead  paint  detection 
service,  inc. 
p.   o.   box  547 
Worcester,  ma  01606 
(617)  756-5963 

lead  paint  -fighters  of 

the  north  shore 
21   rock away 
lynn,   ma     5 190 2 
(617)  597-6335 

legal   services  ctr. 

community  law  ctr. 
3529  Washington  st 
Jamaica  plain,  ma  02130 
(617)  522-3003 

m  &  m  inspection  service 
146  cliftor. 
maiden,  ma  02143 
(617)  397-9565 

mark  akmak j i  an 
40  belvedere  rd 
box ford,  ma  01335 
(617)  352-2712 

mass  home   insp. bureau  inc 
25  high  st  box 364 
mil  ton,  ma  02136 
(617)  693-7763 

metro  home  inspection 
213  broadway 
methuen,  ma.  01344 
(617)  631-7999 

michael   a  baldwin 
74  pay son  ave 
rock  land,  ma  02370 
(617)  873-6249 


middlesex   lead  insp  & 
removal  inc 
p.o. box  294 
wake-field,   ma     0  1  330 
(617)  245-3565 

mrg  inc. 
21  cohasst 

roslindale,  ma  02121 
(617)  323-6363 

n  e  woodcra-f  ters 
4  Stockholm 
ware ,  ma  01610 
(617)  791-7435 

national  verification 
syst  ems 
p.o" box  3500 
f ram in oh  am,  ma  01701 
(617)  733-0311 

new  en gland  lead 

consul  tan  ts  i  nc 
24  little  oak  rd 
new  bed-ford,  ma  02745 
(300)  543-3331 

new  en gland  lead 

de  tect  i  on 
455  pleasant  st 
stouohton,  ma     0  20  72 
(617)  344-0502 

new  en  gland  lead  paint 

services  inc 
24  Cambridge 
Worcester,  ma  01603 
(617)  753-7495 

new  engl and  lead  paint 

testing  co 
36  alden  rd 
swamp  sco  1 1 ,  ma     0  i  90  7 
(617)  592-9231 

nor ' eastern  home  insp. 

ser . ,  inc. 
963  Worcester  rd 
framingham,  ma  01701. 
(617)  620-1512 

n or  t h  sr. ore   1  e ad  p a :  n  t 
test  co. 
po  box  47 
g 1 ouce s t er ,  ma     01 930 
(503)  231-2394 

on si  te   i  nsi  gh t   i  nc 
501    providence  highway 
norwood,  ma     0  2062 
(617)  762-6370 


Patrick  j  moriarty 
94  lakeside  dr 
Shrewsbury,  ma  01545 
(617)  799-7015 

Plymouth  county  homes 
box   10   cape  cod  ave. 
manomet,  ma     0  2345 
(617)  224-6615 

project  representative 
25  marina  dr 
hul 1 .  ma  02045 
(617)  925-2126 

quality  de leading  co 
33  elm  st 

Worcester,  ma  01609 
(617)  799-5573 

quality  home  inspections 

p.o.   box  303 
w  bridoewater,  ma  02379 
(617)  530-6450 

ray  tolosko  real  estate 
139  merrimac 
n ewbur  y p  or  t ,  ma     0  1  950 
(617)  462-9351 

red  rooster  restoration 

p.o.   box  196 
bo 1  ton,  ma  01740 
(617)   333-20  51 


r  e  l  s 

p.  o.  box  2953 
framingham,  ma 
(617)  377-4579 


01701 


reporter  home  inspections 

p.o. box734 
amesbury,  ma  01913 
(617)  333-5100 

robert  a.  haigh 

consul  tan  ts 
6  durkee  lane 
acton,  ma  01720 
(617)  263-7165 

robert  j    lei  enter  reg. 

pr of .  engineer 
31    old  south  rd 
n  an  tucket,   ma  02554 
(617)  223-0341 

robert  j  murphy  lead 
paint  specialists 
14  Warwick 
auburn,  ma  01501 
(617)  756-4567 


sa+  e  t  y  first  de  leading 

services,  inc. 
126  winthrop  st 
taunt  on,  ma     0  27-80 
(617)  823-3730 

sean  sweeney  private 
de leading  cont 
p . o . box   1 45 
lawrence,  ma  01342 
(617)  794-4351 

sierra  maonry  restoration 

services 
95  morton  village  dr 
mattapan,  ma  02126 
(617)  293-6666 

south  shore   lead  paint 
testing  inc 
p . o . box  i^o 
east  weymouth,  ma  0213? 
(617)  337-5546 

sun  rental 
252  water  st 
lawrence,  ma  01341 
(617)  975-4535 

the  home   inspector  o-f 

north  america  inc 
301   n  main  st 
randolph,  ma     0  2  3  6  o 
(617)  963-0343 

willi am  t.  dean 
home  inspector 
p.o. box  3 
mi  1 1 i  s ,   ma     020  54 
(503)  376-5043 


